PHILIP MORRIS MANAGEMENT CORP. INTER-OFFICE CORRESPONDENCE 

P. O. BOX 26603, RICHMOND, VA 23261 


TO: Distribution 


FROM: Mayada LogueTHc^ 


RE: ASHRAE SSPC-62 Revision Draft 


DATE: December 21, 1992 


Attached is a copy of the material I received from ASHRAE concerning the 
proposed revision to Standard 62-1989. Any comments you have on this will 
be useful in preparation for the upcoming ASHRAE meeting scheduled for 
January 23-27, 1993. 
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